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Submitted by anonymous user: 10.10.55.169 

Submitted values are: 

First Name Martha 
Last Name Girolami 
City Apex 
State NC 

Email mgirolami@mac.com 
Phone Number 9193625759 
Message 

Governor Cooper 

I am so sad and angered by your decision to approve the 401 permit for the Atlantic Coast Pipeline. 
You have caved to Duke Energy and you have failed to protect our waters and environment. 

You thumb your nose at incredibly powerful carbon driven climate change by allowing the frack gas 
pipeline. You destroy our hopes and the future of our young people. 

Be really ashamed. Once again Democrats are weak and not fit for leadership and offer nothing 
to oppose the reckless, idiotic, immoral positions of the Republicans. You are right there with them. 

The results of this submission may be viewed at: 

https ://governor. nc.gov/node/1 l/submission/28146 
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